NOTRE  DAME  OF  THE  LAKE 
MEQUON,  WISCONSIN 

Sanctuary  of  the  Chapel  of  Our  Lady  of  the  Angels  at 
Notre  Dome  of  the  Lake,  motherhouse  and  education 
center  of  the  School  Sisters  of  Notre  Dame,  Western 
Province,  located  on  Lake  Michigan,  1 1  miles  north  of 
Milwaukee. 
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